TOWER MOTEL 

3126 N. W. 39th St. — Phone: WI. 29138 
On U. S. 66 West — OKLAHOMA CITY, OKLA. 


Air-conditioned — Tub and Shower, Tile Baths 
— Panel-ray Heat — Wall-to-Wall Carpeting. 
Reservations until 6 P. M. without deposit. 
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